PORT  HEALTH  AND  RIPARIAN  AOTHORITIES. 
Annual  Report  of  Medical  Officer  of  Health  - 1957. 
PRINTOB  * WALTON  Urban  District  Council. 


20th  January  1966. 


There  hoc  been  no  shipping  in  the  above 
district  during  1967,  and  no  action  under  the 
regulations  has  been  reciuired. 


Yours  faithfully. 


fjl 

Medical  Officer  of  health, 

Town  Hall,  Clacton-on~dea,  Essex. 


To/The  decretory  (3  copies  j , 
Ministry  of  Health, 
do vile  Row, 

London,  w.i. 

Copy  to/ 

The  County  M.O., 

Essex  County  Council. 


